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Work.Order ID 
76363 
I 
Thu:t;!:!!~~~~!l11ber~_~, 
20!~~!~~8:57 
AM 


Item 10: 
0044-713-011 


Revision ID: 


Start Date: 
11/9/2011 
Start Qty: 
1.00 


Required Date: 11/10/2011 
Req'd Qty: 1.00 


Reference: 
RMA RA 111289 - 
f1.e.;ru~ 


Item Name: 
Crew Door Window (Fits LH & RH) 
*1 * 
*1 * 


Accept 
*7R~R~* 


*Nqnnn4n1 nn* 


Cust Item ID: 


Customer: 
CU-OAROOI 


Page 1 


Setup 
Start *N~ 1* 


Stop *N~?* 


Approvals: 
Process Plan: 


QC:______ 


Date: //- 
//e:?YTooling: 


Date:___ 
SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence IDI 
Work Center 10 


I Draw Nbr 
1 
_ 


I N/A 
-" 


100 
*1 ()()* 


QC 


Quality Control 


---- 
- --- 
---- 
Operation 
Description 


Revision Nbr 


Rev N/A 


Q~nspect 
dimen~ion;(o-dimen~ion 
~h~ct-- 


Memo 


[NSPECT 
RA 1112890044-713-011 
871 [89 


K[T IS COMPLETE 


Set Upl 
Run Hours 


0.00 


0.00 


ToollD 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


NEEDS NEW LABELS AND PAPERWORK 


110 
*11 ()* 
Packaging 


Packaging 


IdentitY as per dwg & Stock 
Location: __ 


Memo 


0.00 


0.00 


Start 
Date: 
11/9/2011 
Start 
Qty: 
1.00 


Required 
Date: 
11/10/2011 
Req'd Qty: 
1.00 


Reference: 
RMA RA 111289 


Work.Order 
ID 
76363 


Thursday, November 24,2011 
11:08:58 AM 
---J~-==c:::~-~=_-=~ 
c: -~-~ -_~'_-'====~~~-'-_-" 
Item 10: 
0044-713-011 


Revision 
10: 


*7R~R~* 


--- ---- 
_._-----~-- 
--- - 
_._-- 
-- -~~_.. ----- 
*N~1* 
*N~?* 


Page 2 


Stop 


Setup 
Start 


Cust Item 10: 


Customer: 
CU-OAR001 


*Nqnnn4n1 nn* 
Accept 


*1* 
*1* 


Crew Door Window (Fits LH & RH) 
Item Name: 


't 


Approvals: 
Process Plan: 


QC: 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Work Center 
ID 


120 
*1?n* 
QC 


Operation 
Description 


QC4- 100% Inspect kits for completeness 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


Tool 10 
Tool # 
Plan 
Code 
Accept 
Reject 
Qty 
, 
--_#_-[{ 


Reject 
Number 


.-/1- 


Insp. 
Stamp 


Quality Control 


130 
*1 ~n* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 


RA 111289 D044-713-011 
B71189 


Received @ Dart October 26'h,20ll 
Inspected@ Dart 
November 9'h, 2011 


Instructions for RA 111289 D044-713-011 B71189 CHGOOI 


• 
Paper work is opened therefor no good 
• 
Kit is complete 
• 
Window D3277-1 has no markings/scratches 
on it 
• 
Needs new labels and paper work to be put back in to stock 
• 
To be put back into stock with new BATCH # 


• 


